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purauaat to diseiissioas between the Oovepaaent's Technltal Representetives and those 
of the I I the Contractor is pleas^ to suhialt a firm cost plus 25X1 

fixed fee proposax covering taie refurblitoent of one (l) AS-6 Transceiver. This 
prc^osal consists of toe following: 

Exhibit - Statcsaent of Work 
Exhibit "B” ■> Technical Discussion 
Exhibit "C” ~ Estimate Cost Breakdown 
Exhibit "D” •* Delivery Schedule 

The prices gttoted herein, toich are f .o.b. | 25X1 

California, exclusive of royalty payments, federal, state or local excise, sales 
and use taxes, my be considered firm until 31 dbly 1950. 

It is anticipated that any contmot resulting from this proposal will be set forth 
as an additional !D&sk (hrder to Ccmtoact RD-103 and that toe terms and conditions 
of that contract shall a^ly. 

In toe performance of toe conta^lated procurement Contractor anticipates making two 
(2) trips It is toerafore requested that any coverage awarded for 25X1 

this program specifically authorize travel ’’Subject to audit review by toe Contracting 
Officer.’’ 


Reniieats for additional information regarding toie proposal may be directed to 

■■Yh i s doeumon'J contains 

NMional DcUnso of H””' T-.; 8 U S 0 . 

KoVorwl«e!t‘'in e-ny to on unauthoriiod 

pqrson U ptohlbWod by low’ . 

Enclosures (4) 

Exhibits ’’A”, "B”, ”0” & "D” 


y.'j i ,U'. .I'J 
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Item I» 
Item 2. 



EXHisrr "A” 
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STATEMEOT (F WORK 


Refiurt)ishment of cme (1) AS-6 Transceiver. 

Data « Including scbematicSf informal instructions 
and monthly progress reports. 
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TgCHHlCftL DISCOSStOH 

The AS-6 field unit, developed taider Uask 8 of RIVI 03 , vas delivered to the 
Goverment in the fall of 1959. Bamediately following delivery^ a aeries of 
elaborate field teats were performed^ revealing both strong and weak points In the 
equlpaent as well as the system of which It is a part* 

This propo^ includes expenditures of labor and material as necessary to con* 
duct laboratory detail and system tests in order to insure compatibility with a 
number of new auxiliary units with which it must interoperate together with a 
series of Internal changes* This work follows smoolMy as a natural outgrowth of 
the field test opanktion* 

All effort under this program will be on a directed basis, pro ceeding from 
conferences lAdch will tcdte place both here and in Washington. Two l 
conference type trips are included in the pricing although no costs for extensive 
field testing is Included. 

A new frequancy control tape will be prepared as soon as the detailed infor- 
mation is made available. Othenr changes will be in the area largely of improved 
reliability, but again will be based iqion a ccmferenee between the appropriate 
Government and Contractor's technical representatives. 

It is planned that several ccmpatibillty tests, with other contractors* equip- 
ment will be performed at this laboratory. 

The AS-6 Base Station receiving and transmitting terminals are not available. 
This will pose somewhat of a problem, but can be surmounted by modifying oldier 
existing equipment. To achieve this &Q& it may be necessary to have available 
other receiving equipment, or government furnished property, or the equivalent. 
Details on the equipaent to be furnished will be worked out at a later date with 
the Government's technical representative. 


25X1 


At the completion of this progrsm, a set of sohematio drawings will be furnished 
together with informal instructions when changes are made which cause the unit to 
differ from that which is described in the Task 8 final report. Monthly progress 
will be reported in the regular BD-103 Progress Report. 
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D13LXV KRY SCHEXUIiS 


Item 1, Cosiplete twelve (12) months after recej.pt, of 

contractual coverage. 

Item 2. Monthly progress will he reported as part of the 

regular RD-103 Progress Report. Schematics and 
Informal Instructicais will be delivered concxirrently 
with Item 1. 
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